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128-64 S’’’ 2.005,151 

15,1 INTL.CC 5 A61M-15/00; A61M-11.00 
1541 Inhalator Oavice Jn Particular a Pocket 
Inhalator 

i 54 ’ tnhalateurcfe poche 

!?2] VaniQer Linden, Klaus; Friedrich. Juergen; 
Zieremderg, 8ernd. Germany (Federal 
Republic of)/Atlemagne (Republique 
Federate de), 

[73,i Siemens Aktiengesell&chaft and Boehr* 
ingen fngelheim KG. Germany 
(Federal Republic of)/Allemagne <Reput> 
lique Federale de) 

M 8912 lit 
w 900613 

,3G| EPO/EOB (88120823-5) 881213 
!571 Claims 16 Revendications 
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